ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 
SUPERVISO 
R: 

1200 


1300/ 1320 


1340/1400 


1440/1450 


1515/1530 


FB-3 

03-11-15 

F/S R. REYES #117 
C. MOONEY #124 


J. SALAZAR 


ON DUTY; ALL EQUIPMENT ISSUED IN GOOD WORKING 
ORDER. ASSIGNED VEHICLE # 5. 


ARREST/ REFERRAL; ARREST # 15-0156-R 

LOCATION: 1743 CAHUENGA BLVD; R/D 636 
DEFENDANT; MORRIS, SPENCER EDMOND; D.O.B. 11-18- 
53 

CHARGE: 41.27(c) LAMC; DRINKING IN PUBLIC. 
DEFENDANT OBSERVED DRINKING FROM A 750 MIL OF 
“ LUX VODKA; 40% PROOF. 

DEFENANT REFERRED TO A.A. FOR DRINKING 
PROBLEM. 


DEFENDANT MORRIS, SPENCER EDMOND; D.O.B. 11-18- 
53. 


SUSPECT CONTACT: 6300 BLOCK, SUNSET 
BLVD.CONTACTED (H) BALL, JONATHAN RE: 41.18(d) 
LAMC; PROHIBITING THE SLEEPING ON THE SIDEWALK 
DURING DAY LIGHT. SUSPECT WAS GOING THROUGH 
SOME TYPE OF WITHDRAWALS. HE WAS OK AND 
EVENTUALLY DEPARTED UNDER HIS OWN POWER 
AFTER REFUSING PARAMEDICS BEING CALLED. 


ADMINISTRATIVE DUTIES: 1410 HIGHLAND AVE; 
FIRESTONE. DROPPED OFF VEHICLE # 2 FOR SERVICE. 


RADIO CALL: 7036 HOLLYWOOD BLVD; ANREA PIZZA. 
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1545/1615 


1710/1720 


1730/ 1740 


1815/1830 


2000/2010 


2030 


COMPLAINTS OF A MALE, BLOCKING THE SIDEWALK. 
ARRIVED AND CONTACTED AN (H) UNIDENTIFIED, 
WHITE, MALE RE: 41.18(a) LAMC; BLOCKING THE 
SIDEWALK. SUSPECT WAS DIRECTED TO A NEARBY 
PARK AND DEPARTED THE LOCATION. STOPPED AND 
SPOKE WITH THE P/R FROM THE TOUR GROUP WHO 
CALLED. 


CODE 7 


ADMINISTRATIVE DUTES: 1410 HIGHLAND AVE; 
FIRESTONE. PICKED VEHICLE # 2 AFTER BEING 
SERVICED. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE PARKING GARAGE 
FOR THEFT AND BURGLARY FROM MOTOR VEHICLES. 
NO VIOLATIONS OBSERVED. 


RADIO CALL: 1747 CAHUENGA BLVD; CVS PHARMACY. 
COMPLAINTS OF A TRESPASSER. ARRIVED AND FIRST 
SPOKW WITH THE SECURITY OFFICER AND THEN 
CONTACTED THE SUSPECT, A MALE, HISPANIC. 
SUSPECT HAD JUST GOTTEN OUT OF THE COUNTY JAIL 
AFTER SIX MONTHS FOR VIOALTION OF THE 
RESTRAINING ORDER. AFTER SPEAKING WITH US THE 
SUSPECT DEPARTED WITHOUT INCIDENT. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE PARKING GARAGE 
FOR THEFT AND BURGLARY FROM MOTOR VEHICLES. 
NO VIOLATIONS OBSERVED. 


END OF WATCH. ALL EQUIPMENT REGTURNED IN GOOD 
WORKING ORDER. 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


